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fees and short course registrations, 10:19 
Reserve HC program, 9;26 

seminar for CO's of Reserve dental companies, 
8;25 

submarine medicine class, 8:40 

Surgeon General' 9 Symposium, The, 7:1b 

tropical medicine in the field, course withdrawn, 

1:29 

vector and pest prevention and control, 2:33 
Trauma 

burns, treatment of, 3i2 
critically crushed chests, 11:36 

eye injuries, industrial, incidence and management 
of. 11:37 

facial injuries^ motor vehicle casualties, 3:8 

anake bites, treatment for, 1:3 
Tuberculin 

aldn test, usefulness of, 10:37 

testing, DEW Hne for TB, Canada, 10:38 
Tuberculosis 

pregnancy, and, 4:8 

treatment of, 10:13 



Tumor, pheochron^iocytoma, 10:17 
ULCER, the rodent, 12:14 

Under^ivate^ demolition unit, candidates for, 5:15 
Ureteroileostomy, 3:12 

Urinary, diversion, operation for» 10: l6 
Urology 

betatron therapy in vesical carcinoma, 9:13 
operation for urinary diversion, 10:16 
ureteroileostomy, 3:12 
Uterine 

bleeding, functional, 1:15 
retrodisplacement, 6:12 

VA FACT SHEETS concerning eligibility for dental 

treatment, 11:30 
Vaginal delivery following cesarean section, 6:13 
VD 

American Association, l9th annual session, 10:36 
penicillin prophylaxis of gonorrhea, 1:2 
Vector and pest control and prevention, advanced course 
in, E:33 

Viral infections during pregnancy, 7:39 
Virus diseases, antibiotics in treatment of, 9:35 
Viruses, new designation of group, 5:34 
Volkmann's ischemic contracture, 7:2 

WATER 

detection of coliform organisms, 11:25 
studies of waterborne outbreak of amebiasis. 
South Bendj Ind. , investigation of family contacts, 
2:38 

Wave Hospital Corpsmen, availability of, 4:17 
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